^Jr.: 


Th TrAgidy i>/ Hamlet 

Clambr’mg to hang, an e^uious jflucr broke. 

When downe her weedy trophscs and her fcJfe, 

Fell in the weeping Brooke, her clothes fpred wide. 
And Mcrmaidc-!ike a while they bore jicr vp. 

Which time fhc chaunted fnalchcs of old laudcs> 

As oneincapable ofherowne ddlrdic. 

!ij Or likea creatme natiue and indewed 
i Vnto chat elenaentjbuc long it could not be. 
p ; , I' Till th.it her garments heauy. widi t^ir drinke, 
i i I] ; Puld the poore wench from her melodi ous lay 
fi 'l! To muddy death. 

f i1 Laer. Alas then is fhe drownd. i 

|i|t Orbwnd, drownd. f 

? Lav. Too much of water haft thou poore OjfheMsy 
; [‘ And therefore I forbid my tcares} but yet 
' ' ;j;| It is our crickc, nature her cuftome holds, 

• f Let lliarae fay what it will, when thefe are gone, 

! The woman will be out, Adiew my Lord, 
jj! I haue a fpcecha fire that fainewould blafe, 

■ S But that this folly drownes it Exit. 

i: 1 • : Let’s follow Gertrard, 

How much I had to doe to calme bis rage. 

Now fearc I this will gine it ftart.a^aine. 

Therefore lets follow. 


• iiijii' 

’■p 


Exemt. 


Enter tvpa (^lownes. 

Ctoiwne^ Is fhc to be buried in.ChriftianbuJ’i^^^jWhen flicwilfu’IIy 
feckes her ownc faluationf ^ 

OtheA tell thcc flic is,rhcrforc make hcrgraiie ftraight,thc crow- 
; ncr hath fate on her, and findsk Ghriftian bnriall. 

Clo^* How can that bc,vnlcffc fhe dro vvn d herfclfc in her ownc 
defence. 

Why tis found fo. 

i Clow. It muft be fo offended^ it cannot be elfe, for hcerc lyes the 

, |j |5 poyntjif I drowne my felfc wittingly, it argues an a6I,and an 


three branches, it is i;o a6i,tadoc,topcrfbrme,oc all;^c drownd 


i. .Ci' 


i-lii;ielfc wittingly. 

f i!': 0/i&. Niy,outhcarc you good man deluer. , 

! CUrv^ Giue me Icauc, here lies the w»ter > good, here ftand^ 






PrtHteofDemnMrke. 

man, good, if the man goc to this w«er & drowne himfclfe, it U will 
he nill he,he gbes,roarke you thac,but if the water come to him, and 
drowne him, he drownes nothim^lfe, argail, he chat is not guilty of 
bis ownc death.ftiortcns not his ownc life. 

0th. But is this law? 

(^low. I marry i’ft.Crowners queft law, 

0th, Will you ha the truth an’t^f this had notbeene a gentlewo- 
man, fhe fhould haue bin buried out a Chnftian buriall. 

Clow. Why there thou fayft, arid the more pitty that great folkc 
fliould haue countenance in this worl d to drown or hang thcmfelues, 
more thca their eucn Chriften : Come my fpade, there is no aunci- 
entgentlemcn but Gardners, Ditchers, and Gtaue-raakers,they hold 
vp Adams profcflion. 

0th, Washcageritlcmtn? 

Clow. Awas the firft that eucr bore armes. 
llepuc another queftion to thce,if thou anfwcxcft me not tb the pur* 
potCjConfclTc thy felfc. 

Qth, Goeto. 

Qlow. what is he that builds ftronger then either the Malon , the 
ShipwtightjOr the Carpenter. 

0th, the gallowcs-makct, for that oiit-liucs a thoufand tennants, 

Clorv. Hike thy wit well in good faith, the gallowcs doocs well, 
but how doocs k well i It doocs well to thbfc that do ill , now thou 
dooftill to fay the gallowcs is built ftronger then the Church,argal, 
thcgallowes may doe well to thee. Took againe, come. 

Othoy. Who buildcs ftronger then a-Mafon, a Shipwright, ora 
Carpenter. 

1, tell me that and vnydl%. 

Of/&. Marry now 1 can tell. 

0th. Too t. 

C/aw.MalTe I cannot tell. 

Cloiv, Cudgell thy braines no more about it, for your dull aue will 
not mend his pace with beating, and when you ate askt this queftion 
next, fay a graue-maker,the houles he makes laft tell Doomefday, 
Goe ger thee inland fetch me a foopc ot liquer. 
la youth whcnl did loue did louc, Song, 

Me thought it was very fweet 
To contradi O the time for amy behoue, 

Ome ihpughr |h«c a was noibiog a meet. 
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